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APPROVED FEDERAL ADP STANDARDS 

Three specific standards were approved by the President on 
March 11, 1968. 

a. The USA Standard Code for Information Interchange, 

X3. 4-1967, usually referred to as ASCII, defines the coded 
character set to be used for the general interchange of 
information among information processing systems, communica- 
tion systems, and associated equipment. 

b. The USA Standard Perforated Tape Code for Information 
Interchange, X3. 6-1965, specifies the representation of ASCII 
in perforated tape and similarly encoded media. 

c. The USA Standard Recorded Magnetic Tape for Informa- 
tion Interchange, 800 CPI, NRZI , X3 . 22-1967, specifies the 
representation of ASCII on 9-track, one-half inch magnetic 
tape at a recording density of 800 characters per inch, using 
non-return to zero type recording. 


i 

t 


Approved For Release 2002/01/29 : CIA-RDP78-04723A0001 001 50030-7 



